


Sephiroth Beckons

by Cloud B



Category: Final Fantasy VII
Genre: Drama
Language: English
Status: In-Progress
Published: 2000-05-17 09:00:00
Updated: 2000-05-17 09:00:00
Packaged: 2016-04-27 18:13:04
Rating: M
Chapters: 1
Words: 8,583
Publisher: www.fanfiction.net
Summary: Sephiroth is not dead... yet.





	Sephiroth Beckons

